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ACTION NEA-12 

INFO OCT-01 ISO-00 AEC-11 AID-20 CIAE-00 EB-11 FRB-02 

INR-10 NSAE-00 RSC-01 TRSE-00 XMB-07 OPIC-12 SPC-03 
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SAB-01 10-14 DODE-00 PM-07 H-03 L-03 NSC-10 PA-04 
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101483 

R271418Z DEC 73 
FM AMEMBASSY TEL AVIV 
TO SECSTATE WASHDC 1028 
INFO USDOC WASHDC 

UNCLAS TEL AVIV 10458 

E 0 1 1652: N/A 
TAGS: ETRD, IS 

SUBJECT: POSSIBLE TRADE OPPORTUNITY : NUCLEAR POWER 
ELECTRIC GENERATING STATION 

REE: TEL AVIV 10354 

1. DIRECTOR GENERAL MINISTRY OE DEVELOPMENT TOLD ADCM TODAY 
GOI HAD DECIDED CONSTRUCT ONE NUCLEAR POWER ELECTRIC 
GENERATING STATION OF 600 MEGAWATT CAPACITY BY 1981 

WITH OPTION TO CONSTURCT A DUPLICATE IF FEASIBILITY 
STUDIES FAVORABLE. 

2. AS REFLECTED IN REETEL ON STUDY OE COAL FIRED 
GENERATING FACILITY, IT IS OBVIOUS GOI MOVING TO REDUCE 
RELIANCE ON OIL. 

3. IN ADDITION TO DOUBLE-CHECKING WITH US SUPPLIERS OE 
NUCLEAR POWER PLANTS TO BE SURE THEY ARE AWARE THIS EXPORT 
OPPORTUNITY, EMBASSY HOPES USDOC CAN SUPPLY US TITH 
UP-TO-DATE GENERAL INFO ABOUT LATEST PROJECTIONS 
UNCLASSIFIED 
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OIL AND COAL IN COMING 8-10 YEARS. 
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